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Message Text 

UNCLASSIFIED 

PAGE 01 BRUSSE 05898 24I032Z 
ACTION EUR- 1 2 

INFO OCT-OI ISO-00 EB-08 /021 W 

1I8I09 242I26Z/65 

R 24I035Z MAR 78 
FM AMEMBASSY BRUSSELS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5679 
USMISSION USNATO 

UNCLAS BRUSSELS 05898 


E.O.: 11652,NA 
TAGS: BEXP, BTIO, BE 

SUBJECT: PRODUCT OPPORTUNITY: NATO TENDER: SUPPLY OF 
ELECTRICAL CIRCUIT MEASURING EQUIPMENT 

1. 423/0I/T-0I4 

2. 032378 

3. SVERSTAPPEN 

4. 423 BELGIUM 

5. S 

6A. REPLY TO- 

6B. SHAPE CONTRACTING OFEICER, PROCUREMENT SECTION 
6C. COMMUNICATIONS IMPLEMENTATION BRANCH 
B.P. 2 

B-70I0 SHAPE, BELGIUM 

7. IFB 78-03 

8. 4/14/78 

9. 201 

10. 3825256-0000: AM (FM) SIGNAL GENERATOR, 50 KHZ TO 

65MHZ (ONE), 0.5 TO 500 MHZ (ONE), 

10 TO 600 MHZ (ONE), 

TEST OSCILLATOR (ONE), 

TEST OSCILLATOR/COUNTER (ONE) 

3825258-0000 IDEM 
3825259-0000 IDEM 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BRUSSE 05898 24I032Z 

3825267-0000 IDEM 
3825268-0000 IDEM 

1 1 . COPIES OF TENDER DOCUMENTS BEING FORWARDED BY AIR 
MAIL. PROJECT FINANCED BY SHAPE. OLSEN 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 mar 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978BRUSSE05898 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780131-0130 

Format: TEL 
From: BRUSSELS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780329/aaaaaygg.tel 

Line Count: 59 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: c1fa37be-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3214969 
Secure: OPEN 
Status: NATIVE 

Subject: PRODUCT OPPORTUNITY: NATO TENDER: SUPPLY OF ELECTRICAL CIRCUIT MEASURING EOUIPMENT 
TAGS: BEXP, BTIO, BE 
To: COM 
Type: TE 
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